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Surveyed by (’upt?OH(»l><ir,R.N. 1861. 

*F. S.Lat. 47?52'.38 N.Lon^ 5 9» 23.47 W.ol*(Vi^? 
■*C TX h I.V“ Spr. risp 6 foot. No«p rise *1 f«*t 
iilditiomil sowxilnuui firau the French Survey IMP. 
SOUNDINGS in FATHOMS 
Natural Seale. 24^320 
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London, rublishecb at th& Admiralty t’eh. 7 . 186G under the Superintendence/ oC Captain G.H.Richards, R.N. Bydrographet 

Sold by J.D. ‘Potter, .Agent tar the s Admiralty Charts,31 Poultry & 11 King Street,Tower Bill, 
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SURVEYED BY CAPTAIN G. CIOUE IMPERIAL FRENCH NAVY 

1861 

Sandy 1 *! Lot. 48 27 27 Lon^c 58,, 30 H 31 \V.of 1 Greenwich 
HW.E&C.X^a^Spr, rise 64feet 1 Neap rise 4ifeet,Neap range 2 feet. 
erL coral, g ytitveb, m.niud.v. rock.et .tand/. da.shells, $t.stones,\rA.weed 
Figures on the land express the- heights m feet above, the, Sea; 
MagneUe variation in i860, increasing 7 annually 

SOUNDINGS IN FATHOMS 

Natural. Scale 21840 
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